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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 166782 

21 

ORIGIN FBOE-OO 

INFO OCT-01 EUR- 1 2 ISO-OO A-01 OC-05 CCO-OO SY-05 /024 R 

DRAFTED BY A/FBO:PWSTANGE/JWMORRISON:CY 
APPROVED BY A/FBO:CVSWAN 
EUR/EX:NBASKEY (PHONE) 

OC/S : RRAPIER (PHONE) 

SY/T:JPERDEW (PHONE) 

SOV:FMISCH (INFO) 

070221 

R 160001Z JUL 75 
FM SECSTATE WASHDC 
TO AMCONSUL LENINGRAD 
INFO AMEMBASSY MOSCOW 

UNCLAS STATE 166782 

E.O. 11652: N/A 
TAGS: ABLD, ASEC, UR 

SUBJECT: CONSULATE GENERAL ELEVATOR INSTALLATION 

REF: LENINGRAD 0896 

1. OTIS NEW YORK HAS ALSO CONTACTED DEPARTMENT ON PROPOSED 
MANDATORY ELEVATOR CONTROL FEATURE. THEY WERE REFERRED TO 
EMBASSY MOSCOW FOR ANY CONTRACT AMENDMENT. 

2. OTIS NEW YORK WAS ALSO ADVISED ON POSSIBILITY THAT 
POST MAY DESIRE TO DO THE WORK THEMSELVES AND WAS 
REQUESTED PROVIDE ADVICE OR ASSISTANCE. 

3. APPEARS REQUIRED WORK COULD BE DONE BY PSO AFTER 
PROPER INSTRUCTION FROM FLOHR-OTIS. HOWEVER, NO 
OBJECTIONS IF EMBASSY AMENDS FLOHR-OTIS CONTRACT TO HAVE 
THEIR TECHNICIANS ACCOMPLISH AS PART OF ELEVATOR 
INSTALLATION. INGERSOLL 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 16 JUL 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE1 66782 

Document Source: CORE 

Document Unique ID: 00 

Drafter: PWSTANGE/JWMORRISON:CY 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750245-0369 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 9750751 /aaaabtbt.tel 

Line Count: 52 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN FBOE 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 LENINGRAD 896 
Review Action: RELEASED, APPROVED 
Review Authority: MartinML 
Review Comment: n/a 
Review Content Flags: 

Review Date: 16 DEC 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <1 6 DEC 2002 by Thomas VJ>; APPROVED <1 7 MAR 2004 by MartinML> 

Review Markings: 

Margaret P. Grafeld 
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US Department of State 
EO Systematic Review 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: CONSULATE GENERAL ELEVATOR INSTALLATION 
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